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Larger volumes of gas may nfe (tylKcted in a glafcto

gasometer of the form shown" in ^i^.^25.1 This
apparatus is, however,
very fragile, and since
it is of glass, it can-
not be made in large
sizes. The reason for
the peculiar form of
gasometer will be
found in the descrip-
tion of Fig. 26.

For collecting and
keeping large sam-
ples of gas, a bell gas-
ometer made of zinc
or sheet iron and
filled with a concen-
trated solution of
magnesium chloride
may conveniently be
employed. The metal
gasometers ordinarily
used in laboratories
are not practical because the gases stand over large
amounts of liquid which must continually be re-
newed in the filling and emptying of the gasometer,
with the result that the gas mixture is contaminated
to a considerable degree by the gases which were
present in the confining liquid. Figure 26 shows
an arrangement which makes it possible to enclose
large quantities of gas with the aid of a small

1 This may be obtained from Ehrhardt and             of Darm*

stadt, Germany.             I /i O I
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